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DRAFTED BY COM/OED/MEPD/JPHILBRICK/LW 
APPROVED BY EB/OCA/CD/ESACCHET 
COM/OED/MEPD/LENGLESON, ACTG. DIR 
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R 0601 1 1Z MAY 78 

FM SECSTATE WASHDC 

TO AMEMBASSY KUALA LUMPUR 

UNCLAS STATE 1 15923 


E.O. 11652: N/A 


TAGS: BENC, MY 

SUBJECT: MAJOR PROJECT: PORT KLANG POWER STATION 


REF: KUALA LUMPUR A-160, DECEMBER 29, 1977 

1 . MAJOR EXPORT PROJECTS DIVISION USDOC WAS VISITED BY 
ARTHUR KULJIAN OF KULJIAN CORP., PHILADELPHIA. AMONG 
TOPICS OF DISCUSSION WAS KULJIAN'S BID TO DESIGN THE PORT 
KLANG OIL FIRED POWER STATION. KULJIAN INFORMED MEPD 
THAT THE SHORT LIST IS NOW DOWN TO THREE FIRMS INCLUDING 
KULJIAN AND TWO BRITISH FIRMS. 


2. KULJIAN HAS ASKED IF EMBASSY CAN PROVIDE REPORT ON 
CURRENT STATUS. WE NOTE EMBASSY HAD EXPECTED DECISION 
IN JANUARY (REFAIR) - IS THERE ANY NEW WORD ON WHEN 
DECISION NOW EXPECTED? IF EMBASSY HAS OPPORTUNITY TO 
PUT IN A GOOD WORD WITH NEB FOR PROVEN TRACK RECORD OF 
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KULJIAN BEFORE FINAL DECISION. THIS WOULD BE APPRECIATED. 
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